ANALYTICAL RESEARCH LABORATORIES 

840 RESEARCH PARKWAY, SUITE 546 
OKLAHOMA CITY, OK 73104 
PHONE (405) 271-1144 
FAX (405) 271-1174 

Certificate Of Analysis 

CLIENT: New England Compounding Center-MA 



ARL #: 118724-01 

LOT #: 09242009@49 

DESCRIPTION: Erythromycin 0.5% Ophthalmic Ointment 

DATE RECEIVED: 09/ 25/ 2009 
STORAGE: 20°C to 25°C (68°Fto 77°F) 

CONTAINER : Two 10 mL syringes w/ 7 mL each 
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